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TELEPHONE: ROGERS 8.5000 


GPL PRECISION LABORATORY 
ee 4 |'N CO R POR AT EOD 
A SUBSIDIARY OF GENERAL PRECISION EQUIPMENT CORPORATION 


63 BEDFORD ROAD, PLEASGANTVILLE, NEW YORK 


4) zi 
\b a G y) D 7 
October 22, 1957 DP pay \ re 
4 Rm. 
25X1C4a | Pak o 
25X1A1g ee / ca 
Headquarters Detachment 7 yi: ee Og 
D f ‘ 
ae if 
54" } > 
25X1A9a Attention: [ 25x1A1g gt | 
jor 0 
Subject: Contracts I andi ts) 0 
/ o., 
Gentlemens p> 17, ‘9 
1999 eh 
We are forwarding herewith four (l) copies each of the following! 
invoices for the items shipped on subject contracts: 
Invoice No. 16902 16907 16913 L694)--— 
16903 = 16909 16927 LO946 
1690, 16911 16940 16947 
16906 16912 1693 16516-—-—— 
Where receipted copies of shipping orders were in our possession, 
a copy of each has been attached to the related invoice. In all 
other cases receipt of shipment was acknowledged in a telephone 
conversation with the undersigned on October 22, 1957. 
In the case of Shipping Order No. 13522 dated March 7, 1957, shipment 
was made to Alexandria, Virginia, which we believe to be the correct 
destination for the RADAN Model PC=210 Flyaway Kit Spare Parts. ‘The 
shipping document was incorrect in identifying the shipment as 
"PC=210A FAK." If there is any further assistance that we can render 
in this matter, we shall be pleased to do so. 
DOCUMENT NO. i Very truly yours 
NO CHANGE IN GLASS. Cl a 25X1A5a2 
Li DECLASSIFIED 
GLASS, CHANGED TO: 18/9) Cope 
NEXT REVIEW DATE: co S21 de 
AUTH: HR 70,2 
DATE: oyaqy REVIEWER: 010956 Manager, Government Contracts 
- 
WC: PHB: ce ‘A 
Attachments < f 


Invoices (16) 


HE GPE COMPANIES + agkaNiIA REGULATOR COMPANY ¢ CINESOUND SERVICE CORPORATION * GENERAL PRECISION LABORATORY INCORPORATED 
GRAFLEX, INC. © THE GRISCOM-RUSGELL COMPANY © THE HERTNEA ELECTRIC nie cour, ° eka COMPANY, INC. © KEARFOTT Pew e cehigda CORPORATION 
LIBRASCOPE, INCORPORATED « LINK AVIATION, INC, © NATIONAL THEATRE SU EASANTVILLE INSTRUMENT CORPORATION ° HANO AND JURS CO. 
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ITEM NO. 
9° 

3, 

h 


GoPol. NO. 
6412-93 
6412-92 
6412-91 
612289 
641239 
6412-87 
119220=1 
1W9=3hel 
130-2=3033 
130-10-1 
130=2—5670WA 
130-2~5687 
61137 
105=123=520 
105=122-020 
105=122-030 
6 lehy 
105-15l-1 
BHO-B=INZID 
611-38 
611-20 


; 130-81 


DESCRIPTION 
SMPLIFIER ASSY 
AMPLIFIFR ASSY 
AMPLIFIER ASSY 
AZIMUTH SERVO ASSY 
LOCAL OSCILLATOR ASSY 
POWER SUPPLY ASSY 
RELAY 

RELAY 

ELECTRON TUBE 
ELECTRON TUBE 
ELECTRON TUBE 
ELECTRO" TURE 

AUTO FREQ CONTROL ASSY 
CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

DIODE. 

DRIVER ASSY 

MIXER 


KLYSTRON-VARTAN 


130-2-5725/6aS6wu/ ELECTRON TURE 
6187 - 


130=2~5726/6aL5W/ Ei CTRON TUBE 
6097 


130=2—57 SLA 
13002—581 HWA 
130=2-6AU6WA 


FLECTRON TUBE 
ELECTRON TUBE 


ELECTRON TUBE 


QTY. FOR PC-210A 
FAK ITEM #7 
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QTY. FOR PC=210 
EAK ITEM # B 
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ITFM NO. 


hol 
3501 
36 
39 
Te 
h2 
43 
4h 
45 
h6o1 
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GoPobe NO. 
159=lel 
6411-241 
6411-36 
122-101-1 
123-5=1 
117212—3 
6010—46 
13022—3E29 
130=2-6203 
105-122-022 
Wbebe1 
1221-1 
122-10<7 
617221. 
121--0558=1 


5132-71 
110212-1 
11935- 
119-2021 
119 ~3ho 
1y6-106=1 
1006392 
10-062 
120=1536-41 
6112-28 
105-15h-1 
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DESCRIPTION 
SYNCHROVERTER 
MAGNETRON 
PRI@AMPLIFIFR ASST. 
SWITCH 

‘AZIMUTH SYNCHRO 
SYNCHRO “MOTOR 
SYNCHRO 

VACUUM TUBE 

VACUU TURE 
CON"RCTOR 

LAMP 

SWITCH, DPST 

SWITCH 

AOTOR=CEAR ASSY 
RESISTOR=POTEN “IOMETER 
SYNCHRO TRANSMITTER 
CUNCECTOR 
TRANSFORMER 

NOISE GENERATOR 


RELAY 


RELAY 
TRANSFORMER 
C&PACITOR 
CAPACITOR 
RESISTOR 
SWITCH 


CONNECTOR 


QTY, FOR PC=210A 
FAK ITEM # 7 


QTY. FOR PC=210 
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a QTY. FOR PC=-210A QTY. FOR PC=210 


GoPsbe NO. DESCRIPTION = FAK ITEM / 7s FAK ITEM #8 
12010-2735 RESISTOR | | . h 
6,11—78 CABLE ASSY hk 


6):11<79 CABLE ASSY : GB =| 4k 
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